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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 191526 

61 

ORIGIN COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018R 

DRAFTED BY COM/BIC/OED/MEPD/LENGLESON/LW 
APPROVED BY EB/OCA/CM/JSIMMONS 
COM/BIC/OED/MEPD/JMSANDS 
STATE/ARA/NC/DCOX (INFO) 

COM/BIC/OIM (INFO COPY) 

053270 

R 131544Z AUG 75 
FM SECSTATE WASHDC 
TO AMEMBASSY BOGOTA 

UNCLAS STATE 191526 

E.O. 11652: N/A 

TAGS: BEXP, 

SUBJECT: FOREIGN GOVERNMENT TENDER - LAS FLORES SUBSTATION 
REF: BOGOTA 7247 

1. MEPD DISEMINATED SUBJECT OPO;PORTUNITY THROUGH THE 
POWER AND COMMUNICATIONS CONTRACTORS ASSOCIATION (PCCA) AND 
HAVE AN EXPRESSION OF INTEREST ON THE PART OF A FEW 

MEMBER FIRMS. UNABLE LOCATE PREVIOUS INFO ON LAS FLORES 
SUBSTATION AS TO APPROXIMATE SIZE ETC. (KVA CAPACITY OF 
TRANSFORMERS VOLTAGE ETC.). 

2. WOULD APPRECIATE EMBASSY'S REPORT BY RETURN CABLE AS TO 
SUBSTATION SIZE RATING ETC. ALSO ANY COMMENTS AS TO BEST 
APPROACH AND OUTLOOK FOR U.S. FIRMS TO PARTICIPATE IN 

PROJECT AND WHETHER EMBASSY HAS AVAILABLE A SET OF 
SPECIFICATIONS WITHOUT COST. ONCE FIRMS HAVE IDEA OF 
SUBSTATION SIZE THEY WILL BE PREPARED TO BUY A SET. MEPD 
WILL KEEP EMBASSY ADVISED OF INTEREST AFTER FIRMS ARE 
INFORMED OF ABOVE REQUESTED INFO. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE191526 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/OED/MEPD/LENGLESON/LW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750280-0458 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750856/aaaabwwk.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 BOGOTA 7247 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 JAN 2003 by ReddocGW>; APPROVED <19 MAR 2004 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER - LAS FLORES SUBSTATION 
TAGS: BEXP 
To: BOGOTA 
Type: TE 
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